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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 102967 
ORIGIN OES-07 

INFO OCT-01 EUR- 1 2 ISO-OO INT-05 L-03 CIAE-00 INR-07 
NSAE-00 /035 R 

DRAFTED BY OES/APT/SEP:ASHELDON:DBU 
APPROVED BY OES/APT/SEP:DCRAMER 
INTERIOR/LBR:EKBEBB 
INTERIOR/LBR:CIBARRETT 
EUR/SOV : WVEALE (PHONE) 

060408Z 036131 /22 

P 052230Z MAY 77 

FM SECSTATE WASHDC 

TO AMEMBASSY MOSCOW PRIORITY 

UNCLAS STATE 102967 

E.O. 11652: N/A 

TAGS: TGEN, PFOR, US, UR 

SUBJECT: S&T: WATER RESOURCES: PLANNING AND MANAGEMENT: 

TEAM 2 (01.1201.02) 

1 . FIALKOVSKI MARCH 3 1 LETTER TO BARRETT FORWARDED 
SUGGESTED ITINERARY FOR TWO-WEEK VISIT, BEGINNING MAY 15, 

FOR USDEL ON SUBITEM 1-1. IB "DESIGN AND CONSTRUCTION OF 
PUMPING PLANTS". VOLYNOV COMMERCIAL CABLE RECEIVED BY 
BARRETT APRIL 28 REQUESTED CONFIRMATION OF DATES AND COM- 
POSITION OF USDEL. 

2. PLEASE TRANSMIT BARRETT RESPONSE TO VOLYNOV, WITH 
COPIES TO FIALKOVSKI AND ZARODOV. 

3.01.1201.02 - MAY 3, 1977 

MR. A. M. VOLYNOV 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 102967 

DIRECTOR GENERAL, SOYUZVODPROYEKT 
BASMANNYY TUPIK 6 
MOSCOW B-174 
U.S.S.R. 

DEAR MR. VOLYNOV: 
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WITH REGARD TO A VISIT BY US TEAM SUBITEM 1-1. IB "DESIGN 
AND CONSTRUCTION OF PUMPING PLANTS" TO USSR IN MAY OF 
THIS YEAR, WE PROPOSE POSTPONING THE VISIT FOR FOUR 
MONTHS. WE WILL HAVE COMPLETED A SUBSTANTIAL PORTION 
OF THE "DESIGN MANUAL FOR LARGE PUMPS AND PUMPING PLANTS" 
BY THE LATTER PART OF SEPTEMBER. CONSEQUENTLY, SINCE 
THIS IS THE PRIMARY REASON FOR THE US TEAM'S VISIT, IT 
WOULD BE MUCH MORE PRODUCTIVE IF WE COULD MEET IN THE USSR 
AT THAT TIME. YOUR FAVORABLE CONSIDERATION OF THIS MATTER 
IS REQUESTED. 

SINCERELY, 

CLIFFORD I. BARRETT 
ASSISTANT COMMISSIONER FOR 
RESOURCE PLANNING 
BUREAU OF RECLAMATION 

CC: MR. FIALKOVSKI 

MR. ZARODOV CHRISTOPHER 


UNCLASSIFIED 


NNN 
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